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atrovent 
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Trade pronounced Generic Name 
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TradeName 
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Generic^ a me 

ATROVENT 250mcg/2ml 20 unit dose vial. 

51 

BOEHRINGERINGELHEIM 

IPRATROPIUM BROMIDE 

ATROVENT 500 rncg.'2ml 20 unit dose vial. 

55 

BOEHRINGER INGELHEIM 

IPRATROPIUM BROMIDE 

ATROVENT COMB HFA 20/50 meg 200 METERED DOSE INHALER 

56 

BOEHRINGER INGELHEIM 

FENOTEROL HYDROB ROMIDE+IPRATROPIUM BROMIDE 
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TracleName 

Price 
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SERETIDE DISKUS 100/50meg 60 doses accuhaler 

140 

GLAXO SMITHKLINE > MODERN PHARMA 

FL UTICA S ONE+SAL ME TEROL 

SERETIDE DISKUS 250/50mcg 2S doses accuhaler 

105 

GLAXO SMITHKLINE > MODERN PHARMA 

FLUTTCASONE+SALMETEROL 

SERETIDE DISKUS 250/50mcg 60 doses accuhaler 

168 

GLAXO SMITHKLINE > MODERN PHARMA 

FLUTICASONE+SAL ME TEROL 

SERETIDE DISKUS 500/50mcg 60 doses accuhaler 

210 

GLAXO SMITHKLINE > MODERN PHARMA 

FL UTICA S ONE+SAL ME TEROL 

SERETIDE INHALER 125/25mcg accuhaler 120 metered actuations 

112 

GLAXO SMITHKLINE > MODERN PHARMA 

FLUTICASONE+SAL ME TEROL 

SERETIDE INHALER 50/25meg accuhaler 120 metered actuations 

98 

GLAXO SMITHKLINE > MODERN PHARMA 

FLUTICASONE+SAL ME TEROL 
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AYAMYS nasal spray 

60 

GLAXO SMITHKLINE 

FLUTICASONE FUROATE 

NOSEMYS nasal spray 10 ML 

26 

SIGMA TEC > ANDALOUS PHARMA 

FLUTICASONE FUROATE 

FLIXOTIDE DISKUS 250 meg,'"dose inhaler 

85 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

TICANASE 0.05% nasal spray 

25.2 

EUROPEAN EGYPTIAN PHARM. IND. 

FLUTICASONE PROPIONATE 

CUTASONE 0.005% oint 20 GM 

13.2 

T3A PHARMA 

FLUTICASONE PROPIONATE 

CUTIVATE 0.05% w/w ointment 15 GM 

17.25 

SMITHKLINE BEECHAM > GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

FLIXOTIDE DISKUS 50mcg. dose accuhaler 

36 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

FLIXONASE AQUEOUS 50 meg.metered spray dose 

49.5 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

FLIXOTIDE DISKUS lOOmcg dose accuhaler 

40 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

FLIXOTIDE EYOHALER 125mcg/actuation inhaler 

60 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

CUTIYATE 0.05% top. cream 15 GM 

17.25 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

TOPCAN 0.05% cream 15 GM 

12 

HIKMA PHARMA. > CHEMIPHARM 

FLUTICASONE PROPIONATE 

CUTASONE 0.05% cream 20 GM 

13.2 

T3A PHARMA 

FLUTICASONE PROPIONATE 

FLIX NASAL SPRAY 50 meg/metered spray dose 

31.2 

EVA PHARMA 

FLUTICASONE PROPIONATE 

DERMAFLUTISONE 0.05% topical Cream 30 GM 

12 

\E.TOPH4RM-EGYPT - DEBEIKY 

FLUTICASONE PROPIONATE 

RHIXORELIEF XASAL. SUSP. 50 meg metered spray dose 

24 

ARAB DRUG COMPANY. 

FLUTICASONE PROPIONATE 

FLIXOTIDE EYOHALER 50meg actuation inhaler 

47 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 
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FLIXOTIDE DISKUS lOOmcg/dose accuhaler 

40 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

FLIXOTIDE DISKUS 250 mcg/dose inhaler 

85 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

FLIXOTIDE DISKUS 50mcg/dose accuhaler 

36 

GLAXO SMITHKLINE. 

FLUTICASONE PROPIONATE 

FLIXOTIDE EVOHALER 125meg/actuation inhaler 

60 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 

FLIXOTIDE EVOHALER 5 Qtncg/actuation inhaler 

47 

GLAXO SMITHKLINE 

FLUTICASONE PROPIONATE 













